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CHAL-007ll 
Copy / of 5* 

5 May 1958 


MEMORANDUM FOR t Director of Operations (Atts 

SUBJECT i Personal Equipment (Oxygen Hose Connectors) 

REFERENCE s CHAL-OOijh, 29 April 1958, same subject 


1, I am in agreement with your presentation of results of 
your visit to Firewel and your recommendations resulting therefrom. 

2. You may take the necessary action to have a more secure 
seatpack hose connector developed as described in para 2 (A) of 
your Memo for tho Record of 29 April 1958. 
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